PA3DZL 
MOONBOUNCE 1296MHZ 
HOW | STARTED 33 YEARS AGO 


UP TO NOW 
WITH SEVERAL HIGHLIGHTS 


STARTED BUILDING IN 1989 AND FIRST ACTIVITY IN 1990 


I296MHZ EME CW QSO WITH A 
23EL. FAFT YAGI 15.6DBD BOOM 1.75M LONG 


PA3DZL QRP STATION 


AND MORE ....... 


WITH LATEST TECHNOLOGY 
DEVELOPED BY SPACE LAB 
CENTRE IN HOLLAND ... 


THE SOLUTION FOR MOONBOUNCE 
WORKS FOR 


~ PRIME FOCUS AND OFFSET DISHES !! 


